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Director, Foreign Broadcast 
Infomaticm Service 


FBIS-0177/85 
22 April 1985 


STAT 


D^ty Director of 
Central Intelligence 
Rood 7E12, Headquarters 


Attached is the set of 
charts on the FBIS Modernization 
Program requested during your 
visit to FBIS on 22 April. 
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